A.     No, I didn't.

Q,     He measured it twice when you were there?

A.     Yes, I know he measured it.

Q.     Do you remember seeing him measure it twice?

A.     Yes.

Q. You saw him throw it up once by himself and then he
had somebody else walk up to the face at the roof support?.

A. Yes.

Q. Who did he have walk up to the face?
A. Lou Mele.
Q. Who?
A. Lou Mele.
(Tr. 137-138). (Emphasis added).

The seventh area of inconsistency relates to whether additional brattice
cloth was brought in to abate the violation.  The inspector testified that
the violation was abated by two men who' brought in and installed additional
line brattice (Tr. 50-51, 64, 376). U.S. Fuel maintains, however, that the
violation was abated by reinstalling the line brattice which .had fallen on
the ground, and that additional brattice cloth was not brought in for this
purpose. The most probative evidence adduced by U.S. Fuel.in support-of its
position 5/ is the affidavit of Mr. Sherman which states, in part, that:  "We
rehung the brattice that had fallen off the timbers using the the [sic]
brattice laying on the ground along the rib line and some wrapped around the

V The testimony of Messrs. Edwards, Gines, Martinez and.Mele is less than
conclusive on this point.  Mr. Edwards testified that he did not see addi-
tional brattice cloth brought in to abate the citation (Tr. 125), and that
nobody brought in extra brattice cloth (Tr. 141). However, the evidence
presented indicates that Mr. Edwards was in no position to make a personal,
firsthand observation of the abatement procedures because he was at the
kitchen, and not the face, when abatement occurred. Mr. Gines testified only
that he did not observe anybody bring in additional brattice cloth to abate1
the citation (Tr. 257). Mr. Martinez testified only that he did not know
whether additional brattice cloth was brought in or, indeed, whether such
action was necessary (Tr. 310). Mr. Mele testified only that to his knowl-
edge new brattice cloth was not brought in to abate the citation (Tr. 398).atch any of the measurements going on?
